
Location :ADW-022 
Aztec Domestic Water System 
intake #2 


Location:NSW-020 
North Star Water Users Association 
Animas River intake 


' "i,- ■:/ ■ Location : ADW-021 
Aztec Domestic Water System 

Intake #1 j? 


: Location : ADW-01 0 

Aztec Domestic Water System 

Animas River Pump 


/-f , > .Location :FWS-01 2 
Farmington Water System 
Animas River Pump Station # 2 fo ' 


Location :MW-020 

Morningstar Water Supply System 

Animas River Intake 


Location :LVW-030 

Lower Valley Water Users Association 
Farmers Ditch J 


Location :LVW-020 
Lower Valley Water Users Association 
Westland Park Intake 


Location: FWS- 040 
Farmington Water System 
Farmers Ditch Pump Station 
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